144    DOCKETED ITEMS

92032400% Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear
Generating Station.Units 2 & 3 & Rev 25 to "ODCM."

RAINSBERRYJ.L  Southern  Caiifomia Edison Co.  92/03/13.  Document Control
Branch (Document Control Desk). 1p. 61184:203-61185:042.

-9203240098 Monthly operating repts for Feb 1992 for San Onofre Nuclear Generating
Station.Units 2 & 3.
FARR.M.M. Southern Caiifomia Edison Co. 92/02/29.12pp. 61184:204-61184:215.

-9203240102 Rev 25 to "ODCM."

*  Southern California Edison Co. 92/02/28. 150pp. 61184:216-61185:042.

9203240256 Forwards revised "San Onofre Nuclear Generating Units 1,2 & 3 Personnel
Monitoring Rept.1990." Rev corrects discrepancies between computer generated
summary & recorded data noted during generation of 1991 rept
KRIEGER.R.W. Southern California Edison Co. 92/03/16. Document Control Branch
(Document Control Desk). 4pp. 61100:001-61100:004.

-9203240260 "San Onofre Nuclear Generating Station.Units 1,2 & 3 Revised Annual
Personnel Monitoring Rept-1990."

*  Southern California Edison Co. 90/12/31.3pp. 61100:002-61100:004.

S. Reportable occurrences, LERs & related correspondence

9203040201 LER 91-018-01:on 911015,seismic qualification discrepancies on safety-re-
lated instrumentation.Caused by inadequate vendor installation info. Missing guide re-
placed on affected plant instrumentation.W/920225 Itr.

KRIEGER.R.W.   Southern   California   Edison   Co.   92/02/25.   11pp.   60838:008-
60838:017.

9203030141 LER 92-001-00:on 920127,discovered potential for steam line break impact
on auxiliary feedwater tunnels & valve room equipmentCaused by faulty design
caiculation.Steam line to pump bldg isolated & steam barriers installed.W/920226 Itr.
KRIEGER.R.W. Southern Caiifomia Edison Co. 92/02/26. 10pp. 60392:038-
60392:048.

9203240144 Informs that design basis calculations & licensing document changes will
be finalized by 920630 to ensure incorporation of rnatl in next scheduled rev to updat-
ed FSAR on 930215,per commitment included in LER 90-01 S.Rev 1.
KRIEGER.R.W. Southern California Edison Co. 92/03/06. MART1N.J.B. Region 5
(Post 820201). 1 p. 6116ft :004-61161:004.

9203190064 LER 92-002-00:on 920209.CR isolation sys actuation.automatic start of
EDG  3G002  occurred   due  to  de-energization  of  ESFs  actuation   sys  power
supply.ESFAS dc power supply breaker reclosed.W/920310 Itr,
KRIEGER.R.W. Southern California Edison Co. 92/03/10. 8pp. 61085:089-61085:096.

9203170094 LER 92-003-OQ:on 920211 .control room isolation actuation & automatic
start of emergency diesel generator 3G002 occurred.Caused by deenergization of
ESF actuation sys power supply.Event was reviewed w/personnel.W/920311 Itr.
KRIEGER.R.W. Southern California Edison Co. 92/03/11. 8pp. 60997:185-60997:192.

9203230103 PNO-V-92-007:on 92031 S.licensee initiated shutdown per TS 3.0.3 & de-
clared unusual event due to indeterminate status of minimum flow recirculation isola-
tion valves in safety injection & containment spray sys.

CALDWELL.C.. JOHNSON.P. Region 5 (Post 820201). 92/03/13. 2pp. 60984:284-
60984:285.

9203230276 LER 89-010-02:on 890520,concluded that main steam safety valve (MSSV)
flow capacity less than nameplate rating.MSSVs ring settings changed to be consist-
ent w/new recommended generic settings.W/920317 Itr.
KRIEGER.R.W. Southern California Edison Co. 92/03/17. 6pp, 61120:199-61120:204,

9203250141 LER 92-008-00:on 92021 S.primary water stress corrosion cracking of pres-
surizer instrument nozzles.noted.Caused by rust & boric acid crystals.Nozzle replaced
& interim repair will be implemented.W/920319 Itr.
KRIEGER.R.W. Southern California Edison Co. 92/03/19. 2pp. 61224:166-61224:167.

9203300199 Part 21 rept re potential failure of Elm wood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203230036 Forwards ^qualification exam repts 50-361/OL-92-01 & 50-362/OL-92-01
administered on 920127-30.Two SROs & six ROs met min requirements for license
renewal.Areas of concern listed including crew communication practices.
ZIMMERMAN.R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California
Edison Co. 4pp, 60984:058-60984:069.

-9203230042 Exam repts 50-361/OL-92-01 & 50-362/OL-92-01 on 920127-30. Exam
results:two SROs & six ROs examined.AII operators successfully passed exams.No
significant safety issues identified.
MILLER.LF. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069.

9203230071 Forwards special NRC operator licensing insp repts 50-361 / 92-04 & 50-
362/92-04 on 920122-23 & 0212.One violation identified & being considered for esca-
lated enforcement action.

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern Caiifomia
Edison Co. 4pp. 60984:125-60984:138.

-9203230076 Special NRC operator licensing insp repts 50-361/92-04 & 50-362/92-04
on 920122-23 & 0212.One apparent violation identified & being considered for esca-
lated enforcement action.Major areas inspected:drug test of reactor operator.
MILLER.LF. Region 5 (Post 820201). 92/03/02. 10pp. 60984:129-60984:138.
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F. Security, medical, emergency & fire protection plans

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of addl records subj to re-

GRIMSLEY D H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203180495 Forwards San Onofre Nuclear Power Plant emergency plan.per request.
UPSHAW.W. International Programs (870413-911116). 88/08/17. Brazil. 1p.
61213:303-61213:303.

9111060025 Concludes that exercise scenario & objectives appear adequate & meet
NRC requirements & emergency plan goals.

REESE.J.H. Region 5 (Post 820201). 91/09/24. RAY.H.B. Southern California Edison
Co. 1p. 60910:017-60910:017.

9203030060 Forwards Rev 10 to Safeguards Contingency Plan.Rev withheld (ref
10CFR73.21).

KRIEGER.R.W. Southern California Edison Co. 92/02/13. Document Control Branch
(Document Control Desk). 1p. 60782:300-60782:300.

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on
911210-920127.No violations noted.

RICHARDS.S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California
Edison Co. 2pp. 60803:172-60803:181.

-9203060031   Insp  repts  50-206/91-39,50-361/91-39  &  50-362/91-39  on 911210-
920127.NO violations noted.Major areas inspected: operations program.including oper-
ational safety.radiologica! protection.security.surveillance.maint & LER rept review.
JOHNSON.P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181.

9203020058 Rev 13 to EPIP SO123-VIII-0.9, "Action EPIP Index." W/920224 Itr.
PLAPPERT.R.D.   Southern   California   Edison   Co.   92/02/24.   5pp.   60758:327-
60758:331.

9203050089 Forwards Addendas 10-1A.10-1B & 10-1C to Physical Security
Plan.Addendas withheld (ref 10CFR73.21).

KRIEGER.R.W. Southern California Edison Co. 92/02/26. Document Control Branch
(Document Control Desk). 1 p. 60852:091 -60852:091.

9203090318 Forwards "City of Dana Point Multihazard Emergency Plan," including
Annex A & forwards Std Operating Procedures.

*  Southern California Edison Co. 92/02/26. NRC - No Detailed Affiliation Given. 2pp.
60863:127-60863:329.

-9203090323 "City of Dana Point Multihazard Emergency Plan," including Annex A.

*  Dana Point, CA. 92/01/31. 75pp. 60863:129-60863:225.

-9203090325 "Std Operating Procedure for Director of Emergency Svcs."

*  Dana Point, CA. 92/01/31. 10pp. 60863:226-60863:235.

-9203090330 "Std Operating Procedure for Emergency Svcs Coordinator."

*  Dana Point, CA. 92/01 /31. 14pp. 60863:236-60863:248.

-9203090333 "Std Operating Procedure for City Attorney."

*  Dana Point, CA. 92/01/31. 8pp. 60863:249-60863:257.

-9203090335 "Std Operating Procedure for Planning Section Chief."

*  Dana Point, CA. 92/01/31. 12pp. 60863:258-60863:269.

-9203090337 "Std Operating Procedure for Operations Section Chief."

*  Dana Point, CA. 92/01/31. 26pp. 60863:270-60863:295.

-9203090339 "Std Operating Procedure for Info Officer."

*  Dana Point, CA. 92/01 /31. 34pp. 60863:296-60863:329.

9203110405 Forwards Rev 10 to Security Force Training & Qualification, per
10CFR50.54(p).Rev withheld.

KRIEGER.R.W. Southern California Edison Co. 92/03/04. Document Control Branch
(Document Control Desk). 1p. 60897:291-60897:291.

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/
92-07 on 920224-28.NO violations or deviations noted. Repts withheld (10CFR73.21).
REESE.J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison
Co. 3pp. 60946:090-60946:092.

9203170343 Forwards Rev 35 to physical security plan.Rev withheld (ref 10CFR73.21).
KRIEGER.R.W. Southern California Edison Co. 92/03/11. Document Control Branch
(Document Control Desk). 1 p. 61090:240-61090:240.

9203240321 Forwards Addendum 10-1C to physical security plan for Unit 3.Addendum
withheld (ref 10CFR73.21).

KRIEGER.R.W. Southern California Edison Co. 92/03/11. Document Control Branch
(Document Control Desk). 1 p. 61107:352-61107:352.

9203300066 Revised EPIPs.including rev 3 to EPIP S0123-VIII-0.201, "Surveillance Re-
quirements Emergency Response Facilities & Equipment" & rev 3,technical change
number 3-1 to EPIP SO123-VIII-0.202. "Assignment of...." W/920323 Itr.
PLAPPERT.R.D.   Southern   California   Edison   Co.   92/03/23.   25pp.   61164:293-
61164:317.

9203300095 Forwards Rev 6 to "San Onofre Design Basis & Reconstitution Plan," ad-
dressing 10CFR50.APP R/safe shutdown topical DBA & inservice testing topical DBA
for Units 2 & 3.W/O encl.

ORNELAS.R. Southern California Edison Co. 92/03/26. Document Control Branch
(Document Control Desk). 2pp. 61165:016-61165:017.224-28.NO violations or deviations noted. Repts withheld (10CFR73.21).
